From: Maureen O'Leary <mcoleary@ehs.umass.edu> 

Sent: Tuesday, February 02, 2010 11:48 AM 

To: 'ebatista@research.umass.edu'; 'woods@anthro.umass.edu'; 'Francis Merrigan'; 

'rgrosslein@astro.umass.edu'; 'ctucker@biochem.umass.edu'; 'Sally Ives'; 'Tom 
Spooner'; 'Marvin Ellin'; 'Sherrie Webb-Yagodzinski'; 'Martha Sylvia'; 
'fkcaron@ecs.umass.edu'; 'bbraun@kin.umass.edu'; 1ewisl@admin.umass.edu'; 'Ruth 
Witkowsky'; 'jalamed@foodsci.umass.edu'; 'Steven Petsch'; 'Jame Hanchett'; 'Alan 
Rakouskas'; 'jward@microbio.umass.edu'; 'Erika A. Hamilton'; 
'yckim@nutrition.umass.edu'; 'Hilary Woodcock'; 'Tony Papirio'; Dennis Bruffee; 

'Phyllis M. Berman'; 'Harry Bermudez'; 'Agnes Lacreuse'; 'Julie Pahl (Julie Pahl)'; 

'Michael Cottom'; 'plaza@uhs.umass.edu'; 'Becky Lawler'; 'awhiteley@nrc.umass.edu'; 
'adanylch@nrc.umass.edu'; 'tjm@ecs.umass.edu' 

Cc: 'Scott T. Labonte'; 'mdusza@ehs.umass.edu'; 'fugzoe@ehs.umass.edu'; 'Yung Morgan'; 

Betsy Blunt; 'Jim Field'; 'Terri Bechta'; Sondra Slesinski; 'Glenda L. Pons'; 
'ccoyle@ehs.umass.edu'; 'drobinson@ehs.umass.edu'; 'Michele Blajda'; Edward J. 
Mientka 

Subject: Lab Safety Coordinator Meeting LOCATION CHANGE Campus Center room 905-09 

Tomorrow 

Dear Lab Safety Coordinators, 

Just a reminder that we will have our first Lab Safety Coordinator meeting of the semester tomorrow at 9:30am. The 
location of the meeting has been moved to the Campus Center room 905-09 due to generator testing tomorrow 
morning in Draper Hall that may impact the power in the building. Air Gas, the company that is the main supplier for 
our compressed gases to the University, will present a talk titled “Compressed gases safety and handling”. 

See you tomorrow. 

Sincerely, 

Maureen 
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